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MEMORANDUM FOR: 


SUBJECT: 


Titling and Universal Grid Instructions for 
IRIS II (Optical Bar) Camera Products 


1. Forwarded with this memorandum are the titling 
universal grid instructions for use with the IRIS II 
(Optical Bar) camera products. 


2. These instructions may be reproduced at local level 
as long as the instructions retain the proper classification 
and are controlled in the proper manner . 


Attachment 
As noted 
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Distribution: 


Cy 1 - I 1 

2 - SSD/R&D/ OS A 

3 - SSD Chrono 

4 - RB/OSA 
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